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Message Text 

UNCLASSIFIED 

PAGE 01 TUNIS 04818 061930Z 
ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-08 CCO-OO PASO-OO /019 W 

035436 061933Z/43 

R 060905Z JUL 78 
FM AMEMBASSY TUNIS 
TO SECSTATE WASHDC 1728 
INFO USDOC WASHDC 

UNCLAS TUNIS 4818 

USDOC FOR CAGNE: CCLEMENT 

E.O. 11652: N/A 

TAGS: BGEN, TBIO, TS 

SUBJ: KIDNEY DIALYSIS MACHINE 

TO CULLIGAN INTERNATIONAL CO. 

INTERNATWONAL SALES MANAGER 
ONE CULLIGAN PARKWAY 
NORTHBROOK. ILL. 60062 
TELEX NO.: 910-686-0005 

1 . PORTUGUESE AMBASSADOR TO TUNISIA, ENRIQUE DA 
SILVA MARTINS, HAS INQUIRED CONCERNING THE PRICE, 

SPARES AVAILABILITY, SHIPMENT AND INSURANCE COSTS OF 
A CULLIGAN KIDNEY DIALYSIS MACHINE. HE IS INTERESTED 
IN A CULLIGAN MODEL THAT USES THE PRINCIPLE OF RE- 
VERSE OSMOSIS, THAT IS EASILY PORTABLE, THAT IS FULLY 
ZAUTOMATIC AND THAT CAN BE OPERATED BY A SINGLE PERSON; 

IN SHORT THE SMALLEST INDIVIDUAL CULLIGAN UNIT. 

2. THE AMBASSADOR WOUULD LIKE TO HAVE INCLUDED IN THE 
PRICE QUOTATION THE COST OF MOST LIKELY NEEDED REPLACE- 
MENT PARTS, AND TO KNOW WHETHER CULLIGAN HAS AUTHO- 
RED AGENCIES OR SERVICE FACILITIES IN PORTUGAL, SPAIN 

OR FRANCE. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 TUNIS 04818 061930Z 


3. THE AMBASSADOR IS INTERESTED IN HAVING THE UNIT 
SHIPPED TO HIM IN TUNIS. 

4. WE APPRECIATE YOUR HELP AND EXPEDITIOUS REPLY. 
MULCAHY 
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NOTE BY OC/T: PASSED NORTHBROOK, ILLINOIS. 
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NNN 
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